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ODP-623-77 
6 April 1977 



7" 


STATINTL 


MEMORANDUM FOR: 


Mr . 

Administrative Officer, DCI ' 


FROM 

SUBJECT 

REFERENCE 


DepS^DaTeSo^^jr Processing, ODP 
Data Terminal for DCI 

Memorandum to D/ODF from BMUMBBH 
dtd 30 Mar 77, subject: Request for 
Delta Data Terminal in the Director's 
Suite 


STATINTL 


STATINTL 


1. This memorandum serves to fo^^v^u^the telephone 
conversations you have had with Mr of my Engi- olAIINIL 

neering Division and myself. 


STATINTL 

STATINTL 


2. My staff has been in contact with Mr 

Deputy Director for Applications, and Commanc^^^l^^^^^^ 
DCI Staff, regarding the requirement for and installation 
of a Delta Data terminal with attached Texas Instruments 
printer in the DCI office complex, as requested in the 
referenced memor andum . 

3. Command designated a location for the 
terminal and prin^S^^K Room 7D5611, Headquarters. Mr. 
HBHSH Office of Security, Information Systems Security 
G^S^^nas seen the proposed location and has given verbal 
approval for the installation. 


4. Please note the requirement for you to install AC 
power for the terminal and the printer. As we previously 
discussed, you should also provide a desk or table on 
QTATIMTI which the terminal and printer are to be placed. Should 
olAIINIL a standard "Tab" terminal table be used, access way to 
the two desk^^i 7D5611 would be overly restricted. 
Command er^^^^^ suggested a modified table could be pro- 
cured or fabricated for the terminal and printer, one on 


If 
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STATINTL 


which the front legs or supports would rest at floor level 
while the rear legs or supports would rest on a raised air 
register. extension 5113, is available to 

discuss the subject with you or your staff, at your conven- 
ience . 
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ODP 


30 March 1977 


MEMORANDUM FOR: Director of Joint Computer Support 

FROM : Aide to the DCI 

SUBJECT : Request for Delta Data Terminal in 

the Director's Suite 


1. It is requested that a Delta Data 5260 G Terminal 

and Texas Instrument Silent Printer be installed in the STATINTL 

Director's suite. 

2. The Director requires this terminal and printer 
for use with respect to a special computer support system 
involving input and recall of correspondence and appointment 
data. 

STATINTL 


CONCUR: 


Administrative Officer, DCI 
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